Message 


From; McCray, Keith (NFK) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=KEITH.MCCRAY] 

Sent: 3/13/2012 1:50:23 PM 

To: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MA SSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

Com 

Importance; High 


Hi Kate; 

indicated they are going to plea. Therefore, you can cease any retesting. 

Thank you. 


Keith J. McCray 

Assistant District Attorney 

Norfolk County District Attorney's Office 

45 Shawmut Road 

Canton, MA 02021 

Ph: (781) 830-4800, Ext. 327 

Fax: (781) 830-4801 


From: Corbett, Kate (DPH) 

Sent: Wednesday, March 07, 2012 1:33 PM 
To: McCray, 

Com 

Importance: High 
Hi Keith, 

the samples you resubmitted to the lab 

For court purposes, do you need all of the items re-tested (including the residue on a scale)? Or would it be 
acceptable if I just re-tested the large heroin and the largest cocaine? If you would like all of them re-tested, I can 
certainly do that but I Just wanted to double check before I opened them. 

Please let me know. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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